DART AEROSPACE LTD Work Order: 
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Description: Lower Deflector 
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Part Number: 647.7611 
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Inspection Dwg: 647.7600 Rev: NC Page 1 of 1 
FIRST ARTICLE INSPECTION CHECKLIST 
Drawing Actual il acenea of 
Tolerance Accept | Reject ; Comments 
Dimension Dimension Inspection 
0.125 x 45° | +/-0.010 x +/-0.5° E 
Ø0.177 +0.005/-0.001 
Ø0.188 +0.005/-0.001 i 
| 90.201 +0.005/-0.001 ami =f 
0.488 +/-0.010 E 
1.000 +/-0.010 | 
5.970 +/-0.010 
10.433 +/-0.010 
11.075 +/-0.010 
11.449 +/-0.010 | 
11.569 +/-0.010 
10.213 +/-0.010 
7.289 +/-0.010 BE i 
5.985 +/-0.010 Ooo 
3785 +1-0,010 oe ee ed 
1.585 +/-0.010 | o 
eee OEE EG KOA EAERI PORE 
0.376 +0.002/-0.000 | | | 
0.560 +/-0.010 


0.92 +/-0.010 
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R0.250 +/-0.010 
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15.09.09 | New Issue KJ 


